Message 


From: Lobik Stephen [slobik@facil.umass.eclu] 

Sent: 9/8/2010 12:30:20 PM 

To: Roger Jarosz [rjarosz@ingledc.com] 

CC: Kevin Riordon [kevinr@dietzarch.com]; Pocsik Mark [mpocsik@facil.umass.edu]; Hanchett, James (DPH) 

[James.Hanchett@state.ma.us]; Salem, Sharon (DPH) [Sharon.Salem@state.ma.us] 

Subject: RE: 224--door and frame 


That is good news. Thanks for making the effort. 

Stephen Lobik 

Capital Project Manager 

Facilities 8?. Campus Planning Division 

University of Massachusetts 

(1} 413-545-6516 

(F) 413-545-3684 
slobik@faciLumass.edu 

From: Roger Jarosz [mailto:rjarosz@ingledc.com] 

Sent: Tuesday, September 07, 2010 4:07 PM 
To: Lobik Stephen 

Cc: 'Kevin Riordon'; Pocsik Mark; __TSS@SOM Helpdesk 
Subject: RE: 224 -- door and frame 

We wiW be framing the wall tomorrow and Adams and Icon will be on site this week to do their roughs. 
We will be using a knock down frame and a blemished wood door with cylindrical lock (Best Compatible) 
that will be supplied by our door vendor immediately, (less than $300.00 for frame,door and hardware) 

Roger Jarosz 
Inglewood Dev Corp 

From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Tuesday, September 07, 2010 3:11 PM 
To: Roger Jarosz 

Cc: Kevin Riordon; Pocsik Mark; __TSS@SOM Helpdesk 
Subject: 224 -- door and frame 


Roger, 

Have you made any progress on getting a temporary door to install in 224? I am getting heat about not 
moving on this project. A knock down frame and temp door would get us moving. Please get back to me. 

Thanks, 

Stephen 

Stephen Lobik 


Folk OIG PRR 095911 




Capital Project Manager 


Facilities & Campus Planning Division 
University of Massachusetts 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095912 



